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Separate paging is given to tMs Fart In order that it may be filed as a separate compilation 

PART m-SECTION 2 

Notifications and Notices Issued by the Patent Office relating to Patents and Designs 


THE PATENT OFFICE 

Patents and Designs 

Calcutta , the 1st January 1955 
Applications for Patents 

The dates shown in crescent brackets are the dates 

claimed under Section 73A of the Act, 

16th December 1954 

53360, Orr & Sembower, Inc, Boiler. (23th December 
1953), 

HP361. Otr & Sembower, Inc, Boiler. (11th August 1954), 

53362, Dunlop Rubber Company Limited. Improvements 
in or relating to bias cutting machines. 

53363. Dunlop Rubber Company Limited. Improvements 
in or relating to pneumatic tyres, 

17th December 1954 

53364. J. Blum. Cleaning apparatus for floors, window- 
panes and the like. 

53365, l! Vishwakarma. Back brake for cycle rickshaw 
through axle. 

53366, American Home Products Corporation. Improve- 
ments in or relating to preparation of substitut- 
ed azacycloalkanes and derivatives thereof. 

*3367. E. J. F. Powell. Improvements in or relating to 
the operation of economical and safety locking 
of facing points of railways (permanent way). 

53363. RJ Prasad. Preheating device to inlet manifolds of 
cars and trucks for running them on 14 power 
in" (K. oil gde I). 

53369. aJ L. Gardner. Apparatus for concentrating solar 
energy. 

18th December 1954 

53370. Libbey-Owens-Ford Glass Company. Glass bend- 
ing apparatus and method. 

53371. Lfbbey-Owens-Ford Glass Company. Bending 
molds. 

20th December 1954 

1372. Council of Scientific and Industrial Research, Im- 
provements in or relating to the manufacture of 
ceramic capacitors. 

53373. V. K. Govinda Menon and P. Jayaramd?s. Ball or 
socket ended turn -buckles for attaching direct 
to ball and socket t/pc disc insulators. 

53374. S. W. Haidar. Improved bricks, s T nbs and the likes 
for the soling of roads, runways, floors and the 
like construction::. 

53375. J. Lackner and G. Lang. ! Means for end method of 
' erecting bolted or rivetted structures of pre- 
fabricated comronmts. 

33376. J. Lackner and G. Lang. Insets for ure with bolts, 
screws and the like fasteners and method of pro- 
ducing structures using those insets 


53377. The Director, Indian Institute of Science, Bangalore. 

The development of a new universal electronic 
A.C. meter testing equipment. 

53378. V. Stark. Improvements in refrigerated clothing. 

53379. The English Eelectric Company Limited. Improve- 
ments in and relating to liquid controllers, (lsl 
January 1954). 

53380 The English E?lectric Company Limited. Improve- 
ments relating to automatic voltage control 
systems, (5th January 1954). 

53381. The English Electric Company Limited. Improve- 
ments in electric connections and lock nuts 
therefor, (8th January 1954). 

53382. Imperial Chemical Industries Limited. New Com- 
positions for use in the manufacture of light- 
sensitive photographic materials, (1st January 
1954). [Addition to No. 49,667.] 

53383. Imperial Chemical Industries Limited. Dyestuff 
compositions. (6th January 1954). 

53384, Imperial Chemical Industries Limited. Anaesthetic 
compositions. (6th January 1954). 

53385. Universal Oil Products Company. Process for con- 
verting crude oil into more valuable hydro- 
carbons. 

53386. National Lead Company, Method for separation ol 
contaminant from titanium metal. [Addition to 
- No, 49,731.] ■ ’ - 

53387. B. Flamand. - Improvements in and relating to 
moulding of tubular concrete bodies. - - 

63388.. Intonacatrice Tigre S.r.l. Apparatus' for Spraying 
mortar, cementitious material and the like— 

53389. David Brown Tractors (Engineering) Limited. An 
improved disc plough. (28th December 1953). 

21st December 1954 

53390. Council of Scientific and Industrial Research. An 
improved method for the production of m'anga- 
nese sulphate from manganese ores and its ap- 
plication for the regnerafion of the spent eleo- 
trolytic manganese sulphate bath. 

53391. Surcsh Goswami and Tarun Kumar Mukheriee 
Recovery of sodium carbonate from bayer jW 
cess red mud. y 


iv. wapier & bon, Limited. Improved automatic 
control for electrical heater circuits. 

53393. D. Napier & Son, Limited. Improvements in or re- 
latmg to electrical de-icing equipment. 

53394. C. Schondolmaior. Improvements in or relating to 
cold pressing of workpiocts. 8 

53395. The British Pericl ass Company Limited. Improve- 

t0 refFaCt0ry Aerials. 

53396. Brentford Transformers Limited. Improvements in 
?953) ?latmS t0 C ° ntaCt dGvicer> - (22nd December 

53397. Cha^Pfi™ & Co., Inc. Microbiological!, active. 
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22nd December 1954 

53398. The Director, Technical Development (TD-16), Army 
Headquarters, M,G,0. Branch, Defence H.Q. P.O. 
New Delhi. Improvements in or relating to 
pressure sensative water-proof adhesive tapes* 

M399. Director, Technical Development, M.G.O, Branch, 
Army Headquarters, New Delhi. Improvements 
in or relating to water and flame proofing of 
textiles. 

53400* W. D. MacLean. Electroplating apparatus* 

63401, W. D. MacLean. The chromium plating of alumi- 
nium* 

63402, Chas, Pfizer & Co,, Inc. Improvements in or relate 
ing to steriods and the preparation thereof. 

53403. British Insulated Callender’s Cables Limited. Im- 
provements in the manufacture of electric cables. 
(13th January 1954)* 

63401 Dr. Ing. R. Maculan. Surface supporting construc- 
tion, 

63405. Unilever Limited. Improvements relating to con- 
tainers and method for making same. (22nd 
December 1953). 

(3400, Creed & Company Limited. Improvements in or 
relating to circuits for providing a variable bias 
potential, (4th May 1954). 

63407. Standard Telephones and Cables Limited. Radio 
direction finding system. (21st May 1954), 

53408. Polygram Casting Company Limited. Method and 
apparatus for the production of mould masks 
and hollow cores for foundry use. 

53409. Skylux Limited. Improvements relating to machines 
for use in boring underground and for position- 
ing underground service-pipes, conduits, cables 
and the like. 

53410, Sylvania Electric Products Inc. Improvements in 
or relating to processing of electric compounds. 

Alteration of Date 

60244. The claim to priority date 17th October has been 
abandoned and the application, dated as of 14th 
September 1953, the date of filing in India. 

6fll8. The claim to priority date 26th January 1953 has 
been abandoned and the application, dated as 
of 25th January 1954, the date of filing in India, 

Applications Accepted 

Notice is hereby given that all persons interested in 
opposing the grant of patents on any one of the applica- 
tions referred to below may at any time within lour 
months of the date of this Gazette of India give notice to 
the Patent Office in the prescribed form No, 6 of the 
Indian Patents and Designs Rules, 1933, of such opposition, 

A limited number of printed copies of the specifications 
In the following list will be available for sale from the 
Manager of Publications, Civil Lines, Delhi, and also on 
cash payment at the counter of the Government of India, 
Central Book Depot, 8, Hastings Street, Calcutta, in the 
course. The price of each specification is Rs, 2 (postage 
extra, if sent out of India). Requisition for the supply 
of printed specifications should be accompanied by the 
numbers of the specifications as shown in the following 
list 

If required typed copies of the specification together 
with copies of drawings, if any, can be supplied by the 
Patent Office, on payment of the necessary charge which 
may be ascertained on application to the office. 

The dates shown in crescent brackets are the dates 
•Ilpwed under Section 78-A of the Act 


49780, Bomford & Evershed Limited. Improvements in or 
relating to apparatus for attachment to vehicles 
for traversing heaped up material along the 
ground. (2nd July 1952). Accepted on 21st 
December 1954. 

Blade earned by closed collapsible pivoted 
linkage comprising four links formed by part 
of blade, part of a skid and tioo links. 

40801, Ciba Limited, Process for the manufacture o! 

compounds of the adreno cortical hormone series. 
Accepted on 20th December 1954. 

Compounds of the pregnane series which ccn* 
tain in each of the 3- or 16- positions a free or 
functionally converted hydroxyl or oxo group, 
in 20- position an oxo group , and in the 21- 
position atleast one hydrogen atom , are reacted 
with metal acylates. 

49830, Council of Scientific and Industrial Research. 

Manufacture of ether. Accepted on 21st Decem- 
ber 1954. 

Comprising vapour phase catalytic dehydre* 
tion of alcohol using a fluidized catalyst bed 
consisting of a compound of aluminium at 200— 
350 °C. 

49079. Dunlop Rubber Company Limited, Improvements 
in shock absorbers. (16th August 1952X Ao 
cepted on 17th December 1954. 

Shock absorber comprises a tubular inner 
member an outer coaxial hollow section tele- 
scopic member and a hollow section rubber 
cushioning element compressible between the 
inner and outer members. 

60087, N. V. De Bataafsche Petroleum Maatschappij, Pro- 
cess for preparing 2-alkyl-3, 4, 5, 6-tetrahydro 
pyrimidine nitrates and fungicidal preparations 
containing them. Accepted on 20th December 
1954. 

Neutralising 2-alkyl-3, 4, 5, 6-tetrahydropyri- 
midine with nitric acid wherein 2-alkyi group 
is saturated group containing 11 to 21 carbon 
atoms. 

50101. Chas. Pfizer & Co., Inc, Improvements in or relat- 
ing to therapeutic agents and preparation there- 
of, (24th June 1953). Accepted on list Decem- 
ber 1954. 

Condensing streptomycin and isonicotinyl 
hydrazine . 

50244. Courtaulds Limited. Process for the recovery of 
dimethyl nitrosamine from its aqueous sola* 
tions. Accepted on 17th December 1954, 
Extracting with halogenated aliphatic hydros 
carbon , 

50582. G. Zuelchaur. Pilfer-proof thermoplastic closure 
and sealable washer ring for bottle and the like 
container. Accepted on 18th December 1954. 

Deforming the lug formed integrally with a 
thermoplastic closure when got inserted through 
hole in sealable ring . 

50678. International Combustion (Holdings) Limited. Im- 
provements in or relating to apparatus for feed- 
ing fuel to furnace grates. (21st November 
1952). Accepted on 21st December 1954. 

Comprising a feed tube, means for feeding 
fuel to the tube, a device for imparting motion 
to air or gaseous mixture t means for separating 
some or all of the air or gaseous mixture from 
the fuel before its entry into active combustion 
zone of the furnace . 

00930. Joseph Hibbert & Company Limited. Improve- 
ments in and relating to rollers and the like for 
textile machines. Accepted on 20th December 
1954. 


19278. S. Junghans. Process and apparatus for the conti- 
nuous casting of metals. Accepted on 21st 
December 1954. 

Introducing molten metal through casting jets 
in chilled mould open at both its ends , 

49364, Council of Scientific & Industrial Research. The 
Manufacture of adhesive tapes. Accepted on 
18th December 1954, 

Applying on one side of a tape an anchor coat 
comprising a mixture of rubber latex and a 
resin and a second sticky coat 


The surface of the roller is coated with a tul> 
Stance repellent to the size and/or fibres , 

51038, Theodor Rapp K, G. Improvements in or relating 
to a method of and means for locking Bcrew- 
threaded nuts on complementarily screw- 
threaded bolts. Accepted on 18th December 
1954. 

Securing a screw threaded nut in adjusted 
position on a complimentarily screw-threaded 
bolt by forming a transversely directed bore in 
the shank of the bolt at a pre-selected location 
adapted to extend adjacent the outer face of the 
nut when the latter is in the adjusted position. 
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$1103, J, Lyons & Company Limited, Improvements in or 
relating to machines for extracting stalk from 
tea. (22nd January 1933). Accepted on 21st 
December 1954. 

Including a corrugated support having per- 
forations along the base of each corrugations 
and means for agitating the support . 

$1118. Imperial Chemical Industries Limited. Improve- 
ments in or relating to the production of hexa- 
chlorocyclohexane. Accepted on 20th December 
1954. 

By chlorinating a mixture of benzene and a 
solvent at temperature — 40 °C to + 40 a C in the 
presence of actinic light and maintaining the 
concentration of free chlorine within certain 
defined limits. 

$1101. Wingfoot Corporation. Self sealing laminated 
articles. Accepted on 21st December 19o4. 

Consisting of a tear resisting layer and a self 
sealing layer \ 

$1201. Council of Scientific and Industrial Research. Manu- 
facture of picking band leather. Accepted on 
17th December 1954. 

Subjecting the pelts to a combination alum- 
oiUvegetable or vegetable-alum-oil tannage. 

$1B0L Dr. Jur. H. Klugkist. Method of producing synthe- 
tic threads and rayon. Accepted on 20th Decem- 
ber 1954, 

Thread bundle ejected from the spinneret to 
passed successively through two spinning baths 
and then into a third precipitation bath and 
where it is regenerated into cellulose after which 
the bundle to washed, dressed , dyed , twisted and 
rolled. 

$1565, N, V. De Bataafsche Petroleum MaatschappiJ. Pro- 
cess for converting mercaptans or mercaptides 
into disulphides. Accepted on 20th December 
1951 

Using aqueous alkali metal hydroride solur 
tions containing phenolates with a water con- 
tent of 54 per cent by volume or less, 

81584. Ciba Limited. New conversion products of azo 
dyestuffs containing metal compounds in com- 
plex union and process for making them. Ac- 
cepted on 22nd December 1954. 

Azo dyestuff which contains metal to reacted 
with a nitrogenous base not having the character 
of a dyestuff. 


52418. N. V. De Bataafsche Petroleum Maatschappij, Cor- 
ing glycidyl polyethers with m-phenylene 
diamine. Accepted on 22nd December 1954. 

A hardening agent comprising m-phenfflene 
diamine is applied for hardening the poly ether* 

52454 G.N.R.D. Patent Holdings Limited. Improvements 
in or relating to the preparation of steroid sub- 
stances. (7th August 1953). Accepted on 21st 
December 1954. 

Reducing 3-keto-2riodo- A 4 - steroids with 
hydrogen iodide. 

5257Z D. Joshi. Improvements in or relating to meat 
safes and the like. Accepted on 22nd December 
1954. 

Vertical edges are bent to interlock with each 
other and form vertical openings through which 
securing bolts pass. 

52581. M. N. Javeri. A pencil sharpening machine. Ac- 
cepted on 22nd December 1954 

Comprising an opening in a body, an apertur# 
in the wall of the opening and a pivoted blade 
so arranged that when its handle to mooed tt)» 
it sharpens exposed end of pencil* 

52712. Q. A. Kidwai. Ring shaped separators for separat- 
ing and supporting the balloons of yam of a 
ring spinning frame. Accepted on 17th Decem- 
ber 1954 

Each bobbin revolving inside a ring-shaped 
separator with an inlet for yarn and an atm for 
support 

52728. H. J. Longley. Devices for raising and lowering a 
carrying platform or like surface in a sub- 
stantially level manner, particularly for use in 
trucks, carts, barrows, trailers, trolleys or likt 
vehicles. Accepted on 22nd December 1954 

Comprising a runway for a platform , said run- 
way having at one end an upwardly inclined 
extension , the platform also having an inclined 
extension. 

Printed Specifications Published 

A limited number of printed copies of the undemoted 
specifications are available for sale from the Manager of 
Publications, Civil Lines, Delhi, or on cash payment at 
the counter of the Government of India, Central Book 
Depot, 8, Hastings Street, Calcutta, at two rupee# per 
copy : 

47536. 47543. 47571. 47577. 47695. 47916. 48245. 48291. 48342. 
48506. 48723. 48355. 49194. 49352. 49423. 49607. 49879. 49956, 
49972. 49997. 50097. 50141. 50150. 50465, 50558. 50639 


11709. The British Electric Traction Company Limited 
and Thomas Ash & Company Limited. Improve- 
ments in and relating to braking systems for 
vehicles. (15th May 1953). Accepted on 21st 
December 1954. 

A foot brake switch through a solenoid closes 
and opens a value provided in the exhaust con- 
duit of the engine. 

S220L Ciba Limited, Process for the manufacture of new 
anthraquinone vat dyestuffs. Accepted on 21st 
December 1954. 


47494. 47500. 47501, 47502. 48044, 48117. 48207. 48606. 48658, 

48966, 49183. 49471. 49472. 49674. 49710. 49734. 49744. 49987 

50260. 50382. 50438. 50619. 50747. 50771. 50794, 50841. 60853,, 


Correction of Clerical Errors 

Under Section 62 of the Indian Patents and Designs 
Act, 1911, certain clerical errors occuring in the specifica- 
tion in respect of Patent Application No, 48984 were cor- 
rected on 22nd December 1954. 

Patent Sealed 


Reacting a 5 : 5'-diamino-l : l'-dianthrimide- 
carbazole with an anthraquinone-2-carboxylic 
acid. 

$2816, Marconi’s Wireless Telegraph Company Limited. 

Improvements in or relating to frequency modu- 
lated oscillation generators, (8th July 19^3). 
Accepted on 22nd December 1954. 

Of the kind in which the frequency to modu- 
lated by varying the phase shift introduced in 
a positive feed-back loop between output and 
input of an amplifier. 

IK320* Dipl.-Ing, R. Nowak and Dlpl.-Ing, E. Hasse. Pro- 
cess for the improvement of surfaces of metals, 
in particular iron and steel. Accepted on 20th 
December 1954. 

Work pieces are subjected to the effect of 
mch sub-halogenides of the diffusion element 
which react with the basic metal in the form of 
a hetrogenous chemical replacement reaction. 


48599. 48787. 48882. 
49943. 49958. 50286, 
51249. 51365. 51568, 


48942. 49241, 49244. 
50426. 51074, 51077, 
51787. 61903. 51906, 


49296. 49429. 49817* 
51082, 51164. 51201 
51917. 52005. 62U1 


Registration of Assignments, Licences, Etc 

Assignments, licences or other transactions affecting tht 
interests of the original patentees have been registered In 
the following cases. The number of each case is follmp. 
ed by the names of the parties claiming interest : 


32683 

32684 


(1st) Governor of Bombay. 
(2nd) Governor of Bombay. 


Renewal Fees Paid 


19400. 19428. 22730. 
26012. 27915. 27916. 
29306. 29316. 29374. 
31955. 31956. 32052. 
34330. 34366. 35292. 
37166. 37334. 37440. 
38978. 39113. 39200. 
40780. 40781. 40811. 


23315. 23536. 23539. 
27917. 27918. 27919. 
30009. 30405. 30403. 
32073. 34007. 34036. 
35964. 36384. 36497. 
38514. 38629. 38888. 
39205. 39360. 39381. 
40818. 40827. 40830. 


23596. 23607. 2375* 
28850. 29137. 29138. 
30456. 31168. 31894. 
34047. 34135. 3<329. 
36528. 36623. 30764. 
38910. 38968. 38978. 
39727. 39171. 4077L 
40965. 41099. 4111ft. 
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I245H, 42501. 42503. 42520. 42522. 42566. 42615. 42644. 42670. 

*2828. 42866. 42899. 42939. 43758. 44308. 44312. 44363. 44376. 

14387. 44388. 44389.^44390. 44429. 44458. 44510. 44511. 44527. 
14566. 44575. 44583. 44607. 44678. 44704. 44822. 44850. 45129. 

15130. 45277.- 45347. 45606. 45607. 46104. 46326. 46327. 46328. 

*6407. 46489. 47438. 47602. 

RENEWAL FEES PAID in respect of State Patents 
under provision of Section 80 of the Indian Patents and 
Designs Act. 

Mysore Patent 

367/45-46 

368/45-46 

Cessation of Patents 

29054. 30006. 33250. 33251. 33252. 35708. 35710. 35718. 35721. 
37545. 42005. 42009. 43779. 

Registration of Designs 

The following designs have been registered. They are 
no$ open to inspection for a period of two years from the 
date of registration except as provided for in Section 50 
of the Indian Patents and Designs Act. 

The date shown in each entry is the date of registration 
of the design included in the entry. 

The dates shown in crescent brackets are the dates 
allowed under Section 78-A of the Act. 

Class 1 No. 80301. The Metal Box Company of India 
Limited, of Barlow House, Chowringhee, Calcutta 
20, India, an Indian Company, “ Closure for 
containers”, October 21, 1954. 

Class 1 No. 80471. Murari Engineering Works, Gill Road, 
Millerganj, Ludhiana (Punjab State), an Indian 
firm, “ Chain wheel of a bicycle ”, November 11, 
1954. 

Class 1 No. 80548. (Sardar) Jaswant Singh Chhachhi, son 
of Sardar Thakar Singh, Indian Citizen, trading 
as Indo Foreign Sales Corporation, 6, Tula Ram 
Building, Sadar Thana Road, Delhi 6, “Oil can 
made of thin tin plate ”, November 16, 1954. 

Class 1 No. 80694. Armstrong Patents Co. Limited, a 
British Company of Eastgate, Beverley, York- 
shire, England, “ A shock absorber casing ”, (18th 
October 1954), November 24, 1954. 

Class 1 No. 80851. Reliance Industries, Indian Company, 
Gandevi, Tak Falia, Dist. Surat, “Tiffin carrier 
handles”, December 6, 1954. 

Class 1 No. 80853. Isaac Jackson & Sons (Beltfasteners) 
Limited, of Hawkshead Mills, Off Hope Street, 
Old Glossop, Glossop, Derbyshire, England, a 
British Company, “ Fastener for a driving belt ”, 
December 6, 19o4. 

Class 1 No. 80862 . Nelson & Company— -No. 62 Swami 
Pillai Street, Choolai, Madras — Indian Company, 
“ Tamil type fonts ”, December 7, 1954. 

Class 3 No. 80706. Sawyer's Inc., a corporation of the 
State of Oregon, doing business at P.O. Box 490, 
Portland 7, Oregon, United States of America, 
“Stereoscopic viewer”, November 25, 1954. 

Class 5 No. 80334. Vettilakshmana Gurusamy Paulra^an 
Proprietor, Netaji Tea & Coffee Company, No. 2, 
Jailani Street, Tuticorin, Tirunelveli Dist. 
Madras State, Subject of Indian Union, “Wrap- 
pers”, November 1, 1954. 


Class 13 Nos. 80298 to 80300. The New National Mills 
Limited, Rakhial Road, Ahmedabad 10, Indian 
Company, “Textile Goods”, October 21, 1954. 

Class 13 No, 80335. The Bharat (Jalico Printing Mills, 
Grand Trunk Road, Putlighar, Amritsar, Indian 
Company, “Textile piecegoods”, October 27, 
1954. 

Class 13 No. 80366. The New National Mills Limited, 
Rakhial Road, Ahmedabad 10, Indian Company, 
“Textile goods”, October 27, 1954. 

Class 13 No. 80509. The Crown Spanning & Mfg. Co. Ltd., 
Incorporated in India, of 16, Apollo Street, Fort, 
Bombay 1, “ Textile piecegoods ”, November 15 r 
1954. 

Class 13 No. 80666. The Standard Mills Co. Ltd., Indian, 
29, Veer Nariman Road, Fort, Bombay (India), 
“Textile goods”, November 20, 1954. 

Class 13 No. 80669. The Sarangpur Cotton Mfg. Co., Ltd., 
Outside Raipur Gate, Post Box No. 19, Ahmed- 
abad, Indian “Company, “Textile Goods ” 
November 22, 1954. 

Class 13 No. 80670. The Standard Mills Co., Ltd., Indian, 
29, Veer Nariman Road, Fort, Bombay (India), 
“ Textile Goods ”, November 22, 1954. 

Class 13 No. 80871. The Arvind Mills Ltd., Naroda Road, 
Post Box No. 56, Ahmedabad 2, Indian Com- 
pany, “Cotton Textile Fabrics”, November 22, 
1954. 

Class 13 Nos. 80676 and 80677. The Khatau Makanji Spg. 

& Wvg. Co. Ltd., 6, Ballard Pier, Laxmi Build- 
ing, Fort, Bombay, Indian Company, “Textile 
Piecegoods”, November 22, 1954. 

Class 13 Nos. 80879, 80680 and 80682 to 80686. The New 
Commercial Mills Co., Ltd., Naroda Road, P.O. 
Box No. 1060, Ahmedabad, Indian Company. 
“Textile Goods”, November 23, 1954. 

Class 13 No. 80697. H. A. Shah & Co., Indian, of Vasant 
Vijay Mills, “Vasant Vijay ”, 470-71, Worli Road, 
Bombay 18, (India), “Textile Goods”, Novem- 
ber 25, 1954. 

Class 13 No. 80699. The Century Spg. & Mfg. Co., Ltd., 
Indian Company, Queens Mansions, Prescott 
Road, Fort, Bombay 1, “Textile Gocds ”, 
November 25, 1954. 

Class 13 Nos. 80701 to 80704. The Phoenix Mills Ltd., an 
Indian Company, Imperial Bank Euiiding, Bank 
Street, Fort, Bombay, “Textile Goods”, Novem- 
ber 25, 1954. 

Class 13 Nos. 80715 to 80718. The Sarangpur Cotton Mfg. 

Co., Ltd., Outside Raipur Gate, Po > t Box No. 19, 
Ahmedabad, Indian Company, “Textile Gocds”. 
November 26, 1954. 

Class 13 No 80752. Ramsarandass Kapur, S/o L. Daulat 
Ram Kapur by caste Kapur, Khatri of Hindu 
Religion, Indian subject, proprietor of Kapur 
Textile Finishing Mills, outside Ghee Mandi 
Gate, Amritsar (Punjab), “Textile Goods” 
November 27, 1954. 

Class 13 Nos. 80758 to 80762. The Delhi Cloth & General 
Mills Co. Ltd. (Indian Company), Bara Hindu 
Rao, Post Box No. 1039, Delhi, “Textile Piece- 
goods”, November 29, 1954. 


Class 5 No. 80565. Delhi Commercial Corporation, Barry 
Market, Sadar Bazar, Delhi 6, Indian Company, 
“A carton”, November 17, 1954. 

Class 6 No. 80557. James Winston Stott, C/o. 130, Norden 
Road, Bamford, Rochdale, Lancashire, United 
Kingdom, a British subject, Technician, 
* Pickers ”, November 16, 1954. 


Class 13 Nos. 80006 to 80009. The Bhalakia Mills Com- 
pany Limited. Khokhra Mehmedabad Road 
P.O. Box No. 29, Ahmedabad 8, Bombav State] 
India, a Company incorporated in Ind a “ Tex- 
tile piece goods”, September 28, 1954 


Class 13 No. 80267. The New National Mills 
Rakhial Road, Ahmedabad 10, Indian 
“Textile Goods”, October 19, 1954. 


Limited. 

Company, 


Class 13 No. 80282. The Gwalior Rayon Silk Mfg (Wvg) 
Co. Ltd., Rly Stn. & P.O. Birlanagar, Madhya 
Bharat, India, a Company incorporated in India 
“Textile piece goods”, October 19, 1954 


Class 13 Nos. 80763 to 80766. Khetani Textile Industries 
Ltd., Indian Company, 106-7, Bazar Ward, Old 
Kurla, Kurla, Bombay, “Textile Piecegoods”, 
November 29, 1954. 

Class 13 No. 80767. H. A. Shah & Co., Indian, of Vacant 
Vijay Mills, “Vasant Vijay”, 470-71, Worli 
Road, Bombay 18, (India), “Textile Goods”, 
November 29, 1954. 


Class 13 Nos. 80769 to 80771. The Century Spg. & Mfg. 

Co., Ltd,. Indian Company, Queens Mansions, 
Prescott Ro*d, Fort, Bombay 1, “ Textile Goods ” 
November 29, 1954. 


Class 13 No. 80772. The Khatau Makanji Sug. & Wvg Co 
Ltd 6, Ballard Pier, Laxmi Building, Fort! 
Bombay Indian Comoany, “ Textile Piece- 
goods , November 29, 1954. 

Class 13 Nos. 80773 to 80777. The Sarangpur Cotton Mfg 
Co,, Ltd., Out ide Raipur Gate, Post Box No 19 
Ahmedabad, Indian Company, “Textile Goods” 
November 30, 1954. 
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Class 13 No. 80778. Shree ShubhlaXmi Mills Ltd., an 
Indian Firm situated at Station Road, Cambay, 

“ Cotton Piecegoods ”, November 30, 1054. 

Class 13 No. 80770. Ashok Silk Mills, 144, Dharavi Road, 
Bombay 17, Indian firm, “Textile Goods”, 
November 30, 1954. 

Class 13 Nos. 80781 and 80782. The Silver Cotton Mills 
Co., Ltd., Post Box No. 27, Kankarla Road, 
Ahmedabad 2, An Indian Company Registered 
under The Indian Companies Act, 1913, “Tex- 
tile Piecegoods”, November 30, 1954. 

Class 13 No. 80785. Cadell Weaving Mill Co., Ltd., 400, 
Cadell Road, Bombay 28, Indian Co., “Art Silk 
Fabrics ”, December 1, 1954. 

Class 13 No. 80786. The Bombay Union Dyeing Mills, 
Proprietors : M/s. Megji Mathradas, 71, Govern- 
ment Gate Road, Parel, Bombay 12, Indian 
business concern, “Textile Goods”, December 
2, 1954. 

Class 13 No. 80788. H. A. Shah & Co., Indian, of Vasant 
Vijay Mills, “Vasant Vijay”, 470-71, Worli 
Road, Bombay 18 (India) “ Textile Goods ”, 
December 2, 1954. 

Claw 13 No. 80790. The Manecklal Harilal Spg. & Mfg. 

Co. Ltd., Saraspur Road, Railwaypura Post, 
Ahmedabad 2, An Indian Company registered 
under The Indian Companies Act, 1913, “Tex- 
tile Piecegoods”, December 2, 1954. 

Claw 13 Nos. 80792 to 80803. Shree Ram Mills, Limited 
of Fergusson Road, Parel, Bombay 13, India, an 
Indian Company, “Textile Piecegoods”, Decem- 
ber 2, 1954, 

Class 13 Nos. 80804 to 80809. Kesoram Cotton Mills Limit- 
ed, Indian Company, 42, Garden Reach Road, 
Calcutta 24, "Textile Goods”, December 2, 1954. 

Claw 13 No. 80811. The Century Spg. & Mfg. Co., Ltd., 
Indian Company, Queens Mansions, Prescott 
Road, Fort, Bombay 1, “ Textile Goods ”, Decem- 
ber 3 , 1954. 


Claw 13 Nos. 80812 and 80813. The Khatau Makanji Spg. 

& Wvg. Co. Ltd., 6, Ballard Pier, Laxmi Build- 
ing, Fort, Bombay, Indian Company, “Textile 
Piecegoods”, December 3, 1954. 

Class 13 Nos. 80817 to 80821 and 80823. The Delhi Cloth 
& General Mills Co., Ltd., (Indian Company), 
Bara Hindu Rao, Post Box No. 1039, Delhi, 
“Textile Piecegoods”, December 4, 1954. 

Class 13 Nos. 80826 and 80827. The Phoenix Mills Ltd., an 
Indian Company, Imperial Bank Building,, Bank 
Street, Fort, Bombay, “ Textile Goods ”, Decem- 
ber 6, 1954. 

Class 13 Nos. 80832 to 80835. The Century Spg. & Mfg. Co. 

Ltd., Indian Company, Queens Mansions, Prescott 
Road, Fort, Bombay 1, “Textile Goods”, Decem- 
ber 6, 1954. 

Class 13 No. 80852. The Silver Cotton Mills Company 
Limited, Post Box No. 27, Kankaria Road, 
Ahmedabad 2, An Indian Company registered 
under the Indian Companies Act, 1913, “Textile 
Piecegoods ”, December 6, 1954. 

Class 13 No. 80858. The Khatau Makanji Spg. & Wvg. 

Co., Ltd., 6, Ballard Pier, Laxmi Building, Fort, 
Bombay, Indian Company, “ Textile Piecegoods ", 
December 7, 1954. 

Claw 13 No. 80861, The Silver Cotton Mills Co. Ltd., Poet 
Box No. 27, Kankaria Road, Ahmedabad 2, an 
Indian Company registered under the Indian 
Companies Act, 1913, “Textile Piecegoods”, 
December 7, 1954. 

Clan 13 No. 80863. The Sarangpur Cotton Mfg. Co. Ltd, 
Outside Raipur Gate, Post Box No, 19, Ahmed- 
abad, Indian Company, “ Textile Goods ”, Decem- 
ber 7, 1954. 

Clan 13 Nos. 80922 and 80923. The New National M<ll« 
Limited, Rakhial Road, Ahmedabad 10, Indian 
Company, “Textile Goods”. December 13, 1951 

H. N. GHOSH 
Controller of Potowtt and Detigm 



